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COVID-19 Vaccination 











e Sessions Held Today : 104 

e Number of Beneficiaries Vaccinated Today : 6077 
e Cumulative Sessions Held : 605 

e Cumulative Number of Beneficiaries Vaccinated : 37305 


Details of Session Sites held and Beneficiaries Vaccinated in Uttarakhand 
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%@) — Positive Today: 51 #4 Recovered Today: 139 


4X Death Today: 04 4 Active Cases: 1081 
s*’Y Sample Positivity: 4.49% R%_ Recovery Percentage: 95.76% 


Total cumulative Positive COVID-19 detected: 96180 

Total Number (%) of COVID-19 Patients Treated/ Cured: 92105 (95.76%) 
Total Number (%) of COVID-19 patients migrated out of state: 1346 (1.40%) 
Total Number (%) of COVID-19 Deaths: 1648 (1.71%) 
Number of samples found negative for COVID-19 today: 7700 

Total number of samples sent for COVID-19 testing today: 7897 


Total number of cumulative samples found negative: 2046123 
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Total number of samples result awaited: 8261 
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Detailed Status of Sample Tested 


Results 
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Details of Districts having Positive COVID-19 Cases 
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Situation Update, Uttarakhand: Today 


WHO has declared the Novel Corona Virus (COVID-19) epidemic as Public Health Emergency of International 
Concern (PHEIC) under [HR (International Health Regulation). In this context, Uttarakhand Government has 
strengthened the surveillance and control measures against the disease. Isolation and Institutional Quarantine 
facilities are operational in all districts. To combat the pandemic, the Government has operationalized 38 dedicated 
COVID Hospitals and 422 COVID Care Centres (CCC). 


Public Health Action Taken 


e To further increase the COVID-19 testing, the Government has lowered down the testing charges for both 
RT-PCR and Rapid Antigen COVID-19test. 

e To combat the pandemic situation, the State Government has commenced Home Isolation strategy for self 
isolation of asymptomatic COVID-19 positive patient. 

e The Government has decided the user charges/cost of treatment for private hospitals to treat COVID-19 
patients. 
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Details of Patients Treated & Cured and Death Summary : 


e Treated & Cured: One Hundred Thirty Nine (139) patients discharged in different districts (Almora— 01, 
Bageshwar— 00, Chamoli— 01, Champawat— 00, Dehradun— 59, Haridwar— 24, Nainital— 35, Pauri— 00, 
Pithoragarh— 02, Rudraprayag— 03, Tehri— 05, U.S. Nagar— 07 & Uttarkashi— 02). 


e Death : Four (04) COVID-19 positive patients expired in the state in last 24 hours. As per information 

provided by the respective hospital, the death summary is as below: 

1. A 74 year old Male expired in AIIMS Rishikesh, Dehradun due to COVID Pneumonia & Severe Acute 
Respiratory Distress Syndrome. 

2. A 86 year old Male expired in Himalayan Hospital, Dehradun due to Severe COVID, Acute Respiratory 
Distress Syndrome & Coronary Artery Disease. 

3. A 6l1 year old Male expired in Velmed Hospital, Dehradun due to Bilateral Pneumonia & Respiratory 
Failure. 

4. A 89 year old Male expired in Dr. Susheela Tiwari Govt. Hospital, Haldwani due to Cardiopulmonary 
Arrest, Severe Acute Respiratory IlIness, Bilateral Pneumonitis, Acute Respiratory Distress Syndrome, 
Type 1 Respiratory Failure, Acute Kidney Injury & Septicemia. 
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Preventive measures 


1. All citizens must wear masks whenever venturing outside of their homes. 
2. Travelers’ and their family members must ensure strict respiratory and hand hygiene. 
3. Hand wash by Soap and water up to 40 second must be followed. 


APPEAL 


e Department of Health and Family Welfare, Uttarakhand appeal to every citizens of the state to exercise 
abundant caution by adopting COVID-19 appropriate behaviour in their daily routine. 


e The Government of Uttarakhand appeal to all the recovered/treated COVID-19 Positive patients for voluntary 
plasma donation at nearest Government Blood Bank. The plasma donation facility is existing in Doon 
Medical College Dehradun, Government Medical College Haldwani & Government Medical College Srinagar 
Garhwal. 
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Details of State Control Room 
e-mail: covidl9statewarroomuk @ smail.com Toll free No: 104/0135 2609500. 
email Id: idsputtarakhand @ gmail.com WhatsApp No. 9412080544 


Details of District Control Rooms 








Districts District Control Room Number 


05962-237875, 05962-237874 
05963-221822, 05963-220197 
01372-251437 
05965-230943 
0135-2724506 
01334-239072 


Pithoragarh 05964-226326 
05942- 231178, 231179, 231181, 05946- 281234 


Paurigarhwal 01368-221840 
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